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MODEL DBC130II 

SERIAL NO : DBC 

DATE 


CNC BORING 
TEST RECORD 



Infracore 


Doosan Infracore Co., Ltd. 


CHANGWON, KOREA 



A4(210x297mm) 


Doosan Infracore Co., Ltd. 


GEOMETRICAL TEST 


NO. 

6 


► PARALLELISM OF AXIAL MOVEMENTS TO THE PALLET : 



► PARALLELISM OF X AXIS MOVEMENT TO T-SLOT DATUM PLANE 


0.040 / FULL STROKE 


► PARALLELISM OF Z AXIS MOVEMENT TO THE SPINDLE 
CENTER 


5 =£ 


► RUN-OUT OF SPINDLE INTERNAL TAPER 




6 

t=] 


SPINDLE 

NOSE 


► RUN-OUT OF MILLING SPINDLE NOSE 


°~°€ 


A4(210x297mm) 


Doosan Infracore Co., Ltd. 




A4(210x297mm) 


Doosan Infracore Co., Ltd. 


PRACTICAL CUTTING TEST 


TEST ITEM 


TOLERANCE 


► LINEAR INTERPOLATION END-MILLING ACCURACY 
PLANE C 


STRAIGHTNESS 





PLANE A 

' PARALLELISM : REFER TO SIDE MILLING ACCURACY 


► POSITIONING ACCURACY BY BORING 



EACH 

AXIS 


PITCH 

ERROR 


HOLE DIAMETER 
DIFFERENCE 


► CIRCULAR INTERPOLATION END-MILLING ACCURACY 



ROUNDNESS 


0.050 


INSPECTED BY : 


APPROVED BY : 


A4(210x297mm) 


Doosan Infracore Co., Ltd. 


